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PROJECT  10073  RECORD  CARD 


1.  OATe 

2.  LOCATION 

3 Aueust  1958 

Houston.  Texas 

$.  DATE-TIME  GROUP 

4.  TYPE  OF  OBSERVATION 

Loml. 

fillBround- Vi  tool 

O Grownd-Rodor 

GMT- 04/02 20Z 

□ Ai^Vituol 

□ Air*lntarcapt  Rodar 

S.  PHOTOS 

4.  IbURCE 

a Yet 

C^o 

Civilian 

7.  LENGTH  OP. OBSERVATION 

B.  NUMBER  OF  OBJECTS 

9.  COURSE 

2 mins 

one 

£ to  W 

10.  BRIEF  SUMMARY  OF  SIGHTING 

11.  COMMENTS 

White  light  with  yellow  cast,  size 

On  basis  of 

of  head  of  pin,  traveling  at  fast 

ably  a/c. 

rate  of  speed.  Gradually  disappeared 

• 

I2i  CONCLUtMNI 

O Wat  Balloon 

□ Probably  Bolloon 

□ Potiibly  Balloon 


□ 

□ 

□ 

□ 

O 


Wat  Aircraft 
Probobly  Aircraft 
Pottibfy  Aircraft 

Wet  Attronemicol 
Probably  Atfronomicol 
Pottibly  Atfronomicol 


Intufficiant  Data  for  Evelvotion 
Unit  no om 


ATIC  FORM  129  (RBV  26  SEP  12) 


BT 


UNCLAS  FROM  OPS  5086.  SUBJECTI  UNIDEFTIFlED  FLYING  OBJECTS 
G£MfciiAL»  THIS  FORM  OUTLINED  BY  AIR  FORCE  REGULATION  200-2 


f 


1,  white  LIGHT  WI^H  YE 

7 / "j 

2,  HEAD  OF  PIN  * ; ^ 

3,  YELLOW  CAST 


4.  ONE 


5,  NO  FORMATION 


6.  NONE.  ^ST  A LIGHT 

7.  NONE  ^ 


ELLOW  CAST 


V T ' 


^ * 

tn 


PAGE  TWO  RJWFKW  3D 

8.  NO  SOUt^a 

ii.  (ffiSl  RATE  5UEED 


i.SUTTING  ON  FRONT  STEPS  AND  HAPPENED  TO  LOOK  UP  AND  SiioIT 

2.  S5  DEGREES  VERTICAL.  165  DEGREES  AZI..ETU 


3.  45  DEGREES  VERTICAL.  21G  DEGREES  AZIMUTH 

4.  WEI^T  IN  STRAIGHT  LINE  ^ 


5.  GRADUALLY  DISAPPEARED./^OT  SMALLER _AND_S>iALLiR 

— — >. 

6.  ABOUT  TWO  MINUTES 

C. 

1.  GROUND  VISUAL 

EYES'^IDEir^ 


» . I . v3» 


1.  02202  4 AUG  98 

2.  NIGHT 


1«  SOUTH  WilST  PA/iT  OF  HOUSTON  ON  SOUTH 

CilNT^Ht^S'AS  LATITUDE  >551  LONGITUD 


■Vt?  JL 


- - r 

^-DG  M 0]T  Gl 


GULFGATEiSlIOPPl:« 


u 


/|  V 


•X 


PAGE  THREE  RJIJFHW  3D 


O 


1. 


AGE  hi . 

Oil  REFINERY  SUPERINTEFDENT 


HOUSTON  17,  TEXAS 


-O  3 

V- 


- '.'0 


G. 

1. 


UX*  HAD  NO  CEILING*  1210  FT*  SCATTERED,  HIGH  SCATTERED  15 
MILES  VISIBILITY*  DEW  POINT  74,  TEMPERATURE  88  DEGREES*  WIND 

SURFACE  SOUTH  AT  15  KNOTS. 


A /If  fVl. 


/< 


2.  WINDS  ALOFT 
i0£ii2-fc4i2-5 


16£S£-53;;-iii 

20Z£a-29a-12 

302100-322-10 
90000- 122-22 


i/hJ 


SP 


ESTIMATED  80002-072-30 


3*  12000  SCATTERED,  HIGH  SCATTERED 
4.  19 

9.  TWO  TENTHS 
€.  $0  MILES  NORTH 


.•N 


1^0. . 


itr 


k 


V\JwA^ 


A 


f I tv. 


....  C-<^  • 
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